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DFD 1405-62 
26 February 1962 


MEMORANDUM FOR: Assistant Chief, DFD 

FROM : 


SUBJECT : Cost Data 


1. In reference to verbal request from Chief, Mmin 
Staff, DED, for cost data in operating and maintaining Power 
Plant, Motor pool operations Including maintenance, steam 
plant and air compressor installation and also includes servicing 
of generators at remote areas, the following breakdown is 
submitted: 


2. The above cost data is based on plained 
manning if we go civilian route. 


DCS, Area 
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1 - Addressee 
1 - c/Admin/DPD 
1 - C/Personnel/DED 

1 -I I 

1 - AC/DPD 
Qe<- Rl/DPD 


oocjmfmt 
NO O’-i 


*S»«? . 

0 Z6V 

\ • " 



Approved For Release 2002/06/13 : CIA-RDP81B00961R0001 001 00029-4 








